ATLANTIC MICROFILM READER 

Model MJR-85 

for Microfiche, Micro-Jackets, Aperture Cards, Sheet Film 
Accommodates all flat film sizes up to 5 x 8 in. 



• DUAL MAGNIFICATION 

• PORTABLE 

• MECHANICAL FILM SCANNING 

• BRILLIANT IMAGE 


Designed for universal use with all “flat” microfilm forms. The film is placed 
in the special 8 X 5 in. mechanical slide carrier. Lateral adjustment is 
easily accomplished by fingertip movement of the carrier; vertical adjustment 
by turning the large knob on the front of the unit. 

The dual-magnification feature allows you to see the entire film frame repro¬ 
duced on the screen. Selected areas may then be magnified to twice original 
size, in a fraction of a second, by flipping in the other lens. 


• LOW COST...$198.00 


Roll-Film Attachment 
Available.....$60.00 


FEATURES 


SCREEN.... 

10 X 10 inches. New “lens-screen” produces brilliant image, 
no sparkling effects. 

MAGNIFICATION.... 

llx and 22x standard. 15x also available. 

PROJECTION LENSES.... 

High quality, flat undistorted images; easily focused by 
small control knob located on the front of the reader. 

FILM CARRIER.... 

Film is held flat by heavy optical glass flats, assuring 
uniform focus in all areas. 


OPTICAL SYSTEM.... 

150 watt projection lamp; excellent condenser system to 
insure brilliant even illumination; heat filter and blower 
cooling to protect film and jackets. Lamp, condensers 
and heat filter easily removed for cleaning or replacement. 

SIZE.... 

Closed: 9 inches high, 13 inches wide, 17 inches deep. 
Open: 22 inches high, 13 inches wide, 17 inches deep. 

WEIGHT.... 

19 pounds 

POWER.... 

100-120 volts, 50-60 cycles, 150 watts. 


MANUFACTURED BY: 


MiCROSURANCE INC. 
1422 CHESTNUT ST. 
PHILADELPHIA 2, PA. 
LO 3-5405 


Atlantic Microfilm Corp. # Spring Valley, N. Y. 













